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Decernber 21 , 1978 



Mr. Michael Goldsmith 
Senior Staff Counsel 
Select Committee on Assassinations 
U.S. House of Representatives 
House Office Building, Annex 2 
Washington, D.C. 20515 

Dear Mi chael : 




The purpose of this letter is to commonicate some 
retrospective reactions to the Bronson 8mm film that we 
viewed on December 2 at Aerospace Corporation. I have 
discussed some of these points with Chuck teontis and he 
agrees that a separate letter from me would be appropriate 
since his letter summarizes the group concensus on 
December 2. I am not incidently in disagreement with the 
report contained in the Leontis letter of December 11 
but would perhaps more strongly recommend computer pro- 
cessing of this film for the following reasons: 



1. To my knowledge, this is the only possible 
evidence of movement behind the two closed 
windows adjacent to the half-open window. 

I "am refern'ng first to the imiRediately 
adjacent window (labeled 1 on the attached 
diagram) and the second to the nearest 
■ section of the window under'the cijrved 

brick facing (labeled 2). Every other photo 
or movie frame that I can remember shows 
these windows completely opaque, possibly 
due to a combination of dirt and sun glare. 

It is possible that slight window pane 
movement could create the appearance of 
rapidly moving objects. If so, the speed 
of shadow change, if clarified, could easily 
be distinguished from human movement. Such 
clarification could also indicate compati- 
bility with human movement but ip either case, 
the movement should be analyzed. 
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m!I. Of computer processed 

movie frames as a movie has been difficult 
because the 'Comtol display can only sto?^ 
and rap dly display th?ee frame? \he 
alternative was to photograph each outout 
Picture from the computer {or alternately 
record each frame on file) and then to re- 
photograph the "stills" with movie film!^ 

This was not done because of cost and 

sar/in indicated neces- 

sary In any single case, 

" ss- 

to the^disTfnd^thpn transferred from the computer 

|ni ?o‘m^?? 

ment might be wSrLd^J 5^1 f ‘'the tyjs^of ef fort^d^^cri bed"®®' 

-ec-frp?-?si?rrecJm:”la??o?'?? ™ 

3. The original 8mm Bronson film is not onlv 
better than Hughes and better than the 
Groden copy of the Bronson film, but in 
the latter case, vastly better. To give 
an example, the lower wipdow framing (see 

IZtWl Sro3?„ C??y 

that It cannot be identified as a-struc- 

ver^-nn^n^ window. On the digitized 

IZ r \ Bronson original frame on 

the Comtol display, this structure was 
’ — f ^ ^ n 1 ^ ®'^i^®nt and well defined. 

As an interim alternative to computer processina I 
strongly recommend as stated in the Leontis reDorrof’ ' 
December 1. that RIT be funded (some???) L “L-h 

?rf?M eoUrqed window area dlr^t- 

ly Trom the Bronson 8mm original . iFT^i rst-order reai?- 

tration can be accomplished (i.e., forcing an identifiable 
point suefi as the corner of a window to appear l^the 

same spot on each 16mm frame) this would be verv heloful 
from a viewing standpoint. oe very helpful 




SK I |•m>l*ULSION LABOHATOBY r.an,..„„a „.utuu of Trchnology . mO Oak Grove Drive. Parader^o. CaliforrMa 9,m 



Mr. Michael Goldsmith 



Pecember 21 , 1 978 



I m rushing this a bit because Christmas is about to 
descend on our office.. Please do not hesitau L MnU« 

me If you want any further discussion of. these issues 
Hope you have a nice holiday. issues. 



Best regards, 






Robert H. Selzer 



cc: C. J. Leontis 

J. L. Sigalos 






